
MEDICINE 


CAB 


ARCHITECTURAL 
SPECIFICATIONS 


NETS 


26 inch body 


Available in a variety of sizes, 
styles and colors for recessed wall 
installation in new construction, 
remodeling, redecorating and 
renovation of single and multi- 
family residences and commercia 
structures in private, government 
and military projects. 



Features 

• Patented divided and adjustable 
modular shelving system. 

• Rust free, easy to clean molded components 
of high-impact polystyrene, ABS and nylon. 

• Framed door materials of rust free molded 
ABS or rust resistant 430 bright stainless steel. 

• Unique protective systems for dramatically 
low incidence of mirror damage. 

• Reversible left/right hand installation 
(excluding 52-2-34-00). 

• Color matched mounting hardware included. 

• Component materials identified for recycling and 
designed for disassembly. 

• Field replaceable mirror doors. 

• Edge sealed frameless mirrors to resist 
silver spoilage. 

• One year limited warranty. 


Typical Specification 

Bathroom medicine cabinet shall be ZACA 

5PACECAB® model no. 

(please select from current ZACA catalog) 


Bathroom medicine cabinet shall be rust free 
molded construction with divided/adjustable 
shelves and field replaceable doors. 


Wall opening for recessed installation shall be 
14" x 24" x 3" or 14" x 34" x 3 1/2" 
(please refer to current ZACA catalog) 


